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Dr. Luis Alvarez 

Department of Physics 

University of California at Berkeley 

Bert e ley, California 

Dear Sirs 

I recently read a hook which referred to your appearance 
on the CBS television show about the Warren Report* I 
would very much appreciate your indulgence for two questions 
that occurred to me. 


First, I wondered if the show accurately represented your 
methodology and your conclusions* 

Second, I world like to know if there is any minimum time 
span within which separate shots are not discernible by 
your method* It would seem that if shots were close enough 
together, one wince by Mr* Zapru&er would suffice for more 
than one. 

Chanicing you in advance for your trouble, I remain. 
Sincerely yours. 


George E* Rexrnar 



